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BILL NO. S-88-12- 2.2) 


SPECIAL ORDINANCE NO. S- //7-¥ Y 


AN ORDINANCE approving the awarding of 


Reference 
Wayne, 
Department of Purchasing and Worthington 
steel 
Cont 


#861 by the City of Fort 
Indiana, by and through its 





Company for the Water Pollution 
ol Plant. 


NOW, THEREFORE, BE IT ORDAINED BY THE COMMON COUNCIL OF 


THE CITY OF FORT WAYNE, INDIANA; 


SECTION 


də That Reference #861 between the City of 


Fort Wayne, by and through its Department of Purchasing and 


Vorthington S 


teel Company for the Vater Pollution Control 


Plant, respectfully for: 


the 


purchase of ferrous chloride for the 


Water Pollution Control Plant; 


involving a total cost of Seventy-Five Thousand and no/100 


Dollars ($75,000.00), all as more particularly set forth in 


said Referenc 
Department of 


herein, made 


e #861 which is on file in the Office of the 
Purchasing, and is by reference incorporated 


a part hereof, and is hereby in all things 


ratified, confirmed and approved. 


SECTION 2. 


and effect from and after 


necessary 257 Mayor, £———o, 


—— 


That this Ordinance shall be in full force 


its passage and any and all 







⁄ 


APPROVED AS TO FORM 


AND LEGALITY 


J. Timothy 






City Attorney 











REFERENCE NO. 861 
WATER POLLUTION CTRL PLANT 
LIQUID FERROUS SULFATE/CHLORIDE 

DESCRIPTION BY-PRODUCTS WORTHINGTON 


PRICE LB/DELIVERED $0.099 $0.0885 





BID OPENING DAT 
BIDS SHOULD BE D 
CITY-COUNTY BUIL 
OPENING DATE. 


SEALED BIDS WILL 
BOARD OF WORKS 
THE CITY-COUNTY 


11:00 AM 


E 11-29-88 @ 11:00 AM 


INVITATION TO BID 
DEPARTMENT OF PURCHASING 
FORT WAYNE, ALLEN COUNTY, 
ONE MAIN STREET-ROOM 550 

PHONE 219-427-1101 


INDIANA 


BID REFERENCE # 861 


LIVERED TO DEPARTMENT OF PURCHASING, ROOM 350, 
ENGST OUP TO 11:00 AM ¿ON OR BEFORE 


BE OPENED PUBLICLY AT 11:01 AM IN THE 

ND SAFETY CONFERENCE ROOM ON THE THIRD FLOOR OF 

WILDING. “NO LATE BIDS WILL RE ACCEPTED AFTER 
FOR ANY REASON WHATSOEVER. " 








THIS INVITATION FOR BID IS FOR 


1989 requirements (700,000 lbs. +/-) 





of Liquid Ferrous $ulfate and/or Ferrous Chloride 





AND REQUESTED 3Y 


Water Pollution Control Plant 





PLEASE RETURN THİS FORM AND/OR ANY OF THE OTHER FORMS AS REQUEST- 
ED AND HI-LIGHTED ON THE SHEET OF CONTENTS WITH YOUR SEALED BID. 


THIS 31D REQUIRES A 
THIS BID REQUIRES A 


BIDDER(S). 


PROMPT PAYMENT DISCOUNTS WILL BE ALLOWED AS FOLLOWS: 


IF PAID WITHIN 
THEY 
STATE SALES TAX. 
CATE NUMBER 


TAXES. 


THE EXECUTION HE; 
AND CONDITIONS H 
BOUND BY 
PERIOD OF NINETY 


SAME AND BE BOUND 


Х öZ BID BOND OF ALL SIDDERS. 
100% PERFORMANCE BOND OF SUCESSFUL 





DAYS. 


OF FORT WAYNE IS EXEMPT FROM FEDERAL EXCISE AND INDIANA 


THE CITY’S INDIANA SALES TAX EXEMPTION CERTIFI- 


IS 356-001-255 0013, PRICES SHOULD NOT INCLUDE THESE 


EOF BY THE BIDDER IS ACCEPTANCE OF ALL TERMS 
REIN AND IN THAT RESARD THE BIDDER AGREES TO BE 
TO THE AMOUNT OF HIS/HER BID FOR A 


FIRM NAME_ Worthington Steel Company 
STREET ADDRESS 3 Lawton Avenue 


(90) DAYS. 












ESENTATIVE SIGNATURE 





Constituent Concentration (mg/)) 


Arsenic 0.10 
Barium 2.00 
Cadmium 0.70 
Chlorine 10.00 
Chromium (Hexavalent) 0.50 
Chromium (Total) 4.00 
Copper | 2.00 
Cyanide 1.20 
Fluoride 0.5 
Lead 0.60 
Manganese 1.00 
Mercury 0.01 
Nickel 2.00 
Phenol 1.00 
Selenium 0.02 
Silver 0.30 
Sulfide 10.000 
Tin 2.00 
Zinc 5.00 


The above requirements must meet each and every load delivered 


E d of iron content per formula 
PRICE PER POUND DELIVERED ҸД, e de tds p 





Please see the enclosed chemical analysis on Ferrous Chloride. 


Because of the chemical compound of Ferrous Chloride, ve cannot meet these 
requirements. 
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Prescribed by the State Board of Accounts Form No, 95 (Revised 1987) 


BID, OFFER OR 


1, Governmental Unit: 
2. County: 
3, Bidder (Firm): 
Address: 
City/State: 
4. Telephone Number: 


5. Agent of Bidder (If applicable): 


he undersigned offers bld(s) to City of Ft. Wayne. IN (боҹ- 
he follovlng attachment(s) whlch specİfy the class or Item number or 


Pursuant to notices glven, 
ernmental Un!t) In accordance with 


PROPOSAL FOR SALE OR LEASE OF MATERIALS 


(Def Ined at I.C. 36-1-2-9.5) 
(Please type or print) 





badə. 11-22-88 











Worthington Steel Company 


350 Lavton Avenue 
Monroe, OH 45050 








description, quantity, unit, unit price and total amount. 


The contract will be awarded by classes or Items, İn accordance with specifications. Any changes or 
alterations In the Items speci fled will render such bld vold as to that class or Item, Bldder promises that 
he has not offered nor recelved a 1855 price than the price stated In his bld for the materlals Included In 


sald bld, Bidder further agrees that he will not withdraw his bld from the office İn which It 1 
ed with each bld If required, and llabliity for breach, shal 
certifled check or both as the case may be, Z 


certlfled check or bond shall be fll 
abla upon the contract, the bond or 


filed. A 
e enforce- 







dder or Agent 


BID OFFER OR PROPOSAL 


Attach separate sheet IIsting each Item bld based on speclflcatlons publ İshed by governİng body. 


FollowIng İs an example of the bld f 


ormat: . 


Class or Item uantl+ Unit Descr ot on Unit Price Amount 
1 | 8,475 | Cut. Liquid Ferrous Chloridel $8.85/ | $75,000.00 


STATE OF INDIANA ) 
) SS: 
COUNTY ) 





The unders!gned bidder or ag 
member, representatlve, or agent of 


Cwt. 


NON-COLLUSION AFFIDAVIT 


nt, belng duly sworn on oath, says that he has not, nor has any other 
he firm, company, corporation or partnership represented by him, 


entered Into any comblnatlon, colluslon or agreement with any person relative to the price to be bld by 


anyone at such lettlng nor to preven 


any person from bidding nor to Induce anyone to refraln from bidding, 


and that thls Ы14 [s made without reference to any other bld and without any agreement, understanding or 


combInatlon with any other person İn 


reference to such bidding. 


He further says that no person or persons, firms, or corporation has, have or will recelve directly 
or Indirectly, any rebate, fee, gift, commission or thing of value on account of such sale, 


Subscribed and sworn to before me thls 


= = Z — A ə 
06-25-89 Ас, 49. (ART blico 
: : -Notary Publi fe 


Montgomery - Ohio 


My Commtsslon Exp!res: 


County of Residence: 
KATHLEEN B. CLATTERBUCK 
Notary Public, State of Ohio 

Mu Commission Expires June 25, 1989 


There now belng sufflclent u 
(G 


classes or Items numbered 





gn “Agent 


22nd ¢ November 19 88 


day o 


Kathleen B. Clatterbuck 
Notary Public Printed Name 
ACCEPTANCE 


obllgated appropriated funds avallable, the contracting authority of 
vernmental Unİf) hereby accepts the terms of the attached bld for 
and promlses to pay the undersigned bldder upon del İvery the price 


quoted for the materlals stIpulated.In sald bld. 


Contracting Authority Members 


Date: 














ATTACHMENT C 





ct 


the Common Council 


HAXUAS, pate Bs acknowledced =ha 


firms or cornora-: umar: ids : } i 
zZ°12-1ons Submitting bids +o she City, for coods ала 
Per ee eS) ÇEYMUY. as Part Of She Biq o Sas entity does no: 
_ - - K... sa wa ey с = < о 


support the policies of apearenetdgn South Aírica 

Ба undersigned states, on behalf of Worthington Steel Company 
an E L... 

Mike Swain 


does noz support or dor 1 E 
СТ SUDDOITOOr endorse the policy of apar-heid in South Africa 


tion has been signed 
88 


th 
m 
Q 
nı 


IN WITNESS WEEREOF, Sals Cas 


22nd November 


ct 





Worthington Steel Company 


әт bn IÓN 
(Name of 5iccer/Vendor) 





erson Signing) 
Mike Swain, General Manager 





Read the first. time 
seconded by 
title and referred to%Jhe 
due legal notice, 
Fort Wayne, 
of 


Indiana, on 





DATED: 


Read the t 
seconded by 
passage. PASSED 


d time 
€ 
hes? 
AYES 
TOTAL VOTES 

BRADBURY 

BURNS 
GiaQUINTA 
HENRY 
LONG 

REDD 
SCHMIDT 


STIER 


TALARICO 


/2-127- 


DATED: 


Committee on 
City Plan Commission for recommendation 
at the Council Conference Room 128, 


22-81 


_in full and on motion by 


VN Ye [e HM 


in full and on motion by 


, 


, 






ünty Building, 
, day 
xil. ənə 


2.2” ər 


4 


SANDRA E. KENNEDY, CITY CLERK/ 


2. 


, and duly adopted, placed on its 
by the following vote: 


the 
at 


, 


19 


, , 






” 


) 


NAYS ABSTAINED 


- ABSENT 


/ 





2” 





SANDRA E. KENNEDY, CITY CLERK 


Passed and adopted by the Common Council of the City of Fort Wayne, 








Indiana, as (A (GENERAL) 
(SPECTADL) (ZONING MAP) ORDINANCE RESOLULLON—NO. VL ena 
on the 2 ? A ЛА day OF 2 Mec) 0 227, | 
ATTEST 5. 
5 i 2 Z 
i /б-”2 <—Z > e. 
SANDRA E. KENNEDY, CITY CLERK PRESIDING OFFICER 2 





Presented by me to the Mayor of the City of Fort Wayne, Indiana, on 


ә fF A 


the 


at the hour of PAZ Co. o'clock 


Approved and signed 


19 474 rat the hour “of 


day of ze 


K 9-27 






: sMo ¿DoS T. 







SANDRA E. ә CLERK 


F 
by me this ak day of Ana , 
2 ` So o"elde 2... 


TUV 


PAUL HELMKE, MAYOR 





TITLE OF ORDINANCE: 


DEPARTMENT REQUESTING 


SYNOPSIS OF ORDINAN 
Reference No. 861 

chloride for the V 
lowest and most respo 


EFFECT OF PASSAGE: T 


EFFECT OF NON-PASSAG 
for the plant. 


MONIES INVOLVED: 


SOURCE OF FUNDING: 


DIGEST SHEET 











pecial 


ORDINANCE: Purchasing 


E: An ordinance approving the award of 
ith respect to the purchase of ferrous 
C Plant for 1989. The cost reflects the 
sible vendor. 


is is used to remove phosphate from sewage. 


: Fines for violations N.P.D.E.S. permit 


Worthington Steel $ 75000.00+/- 


WPC Plant 
Fund Line: 514-533-S154-425A 


2–-/2-2 > 


ml. 77777 





REPORT OF THE COMMITTEE ON СТТУ ИФЛТИТТЕ5Б 


WE, YOUR COMMITTEE ON CTE UTILTTERS TO WHOM WAS 


REFERRED AN 7: (RESODUPTON) approying the 


awarding of Reference #861 by the City of Fort Wayne, __ 
— Indiana, by and through its Department of Purchasing 
———апа Worthington Steel Company for the Water Pollution 
A A A 
A —————— o.” C Y 














HAVE HAD SAID (ORDINANCE) (RESOMEPION) UNDER CONSIDERATION 


AND BEG LEAVE TO REPORT BACK TO THE COMMON COUNCIL THAT SAID 


(ORDINANCE) ie a ə o OEA Ы 


NO 














JAMES S ЕТЛЕК 


sa el bell J. TALARICO 
Y IRA 


CONCURRED IN 


Sandra E. Kennedy 
City Clerk 








